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Message Text 



UNCLASSIFIED 

PAGE 01 MANILA 08318 I20I52Z 
71 

ACTION FBO-01 

INFO OCT-01 EA-07 ISO-00 A-01 ST-01 /OllW 

093728 

R 120141Z JUL 74 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 5160 

UNCLAS MANILA 8318 

E.O. 11652: N/A 
TAGS: ABLD, RP 

SUBJ: EMERGENCY GENERATOR 
REETEL: MANILA 7097 

EMBASSY HAS SUCCESSFULLY MODIFIED ONE EMERGENCY GENERATOR WITH 
ALTERNATOR/REGULATOR EOR BATTERY CHARGING SYSTEM AT A COST OE 
$371.88. PRESENTLY IN NEED OF FOUR (4) ADDITIONAL LAMARCHE 
TRICKLE BATTERY CHARGERS - MODEL A20R, 24 VOLT UNIT PURCHASED 
BY EBO FROM ATLANTIC ENGINE POWER COMPANY, BALTIMORE, MD. 

TWO OLD BATTERY CHARGING UNITS HAVE EAILED AND IN NERD IMMEDIATE 
CONVERSION. REQUESTS SPECIAL ALLOTMENT OF $1,860 TO 
CONVERT EIVE (5) GENERATOR BATTERY CHARGING SYSTEMS. 

SULLIVAN 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANILA08318 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 86-0092 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740754/aaaabtyq.tel 

Line Count: 39 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: EL: MANILA 7097 
Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 JUN 2002 by thomasv0>; APPROVED <16 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY GENERATOR 
TAGS: ABLD, RP 
To: STATE 
Type: TE 
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